To:  R8EISC[R8EISC@epa.gov] 

From:  Chuck  Banks 

Sent:  Tue  8/1 1/2015  8:58:09  PM 

Subject:  Contaminated  Water  from  the  Gold  King  Mine 


MVCI  Energy  Services  Inc.  is  an  locally/employee  owned  company  in  Farmington, 
New  Mexico  that  too  has  the  Animas  River  flowing  through  it.  We  have  the  capability  of 
treating  the  contaminated  water  that  is  currently  being  pulled  from  the  Animas  River  for  drinking 
purposes.  We  would  like  the  opportunity  to  visit  with  you  about  options  in  regards  to  treating 
the  water. 


Chuck  Banks 
Operations/HR  Manager 
MVCI  Energy  Services  Inc. 
McClellan-Vick  Consulting  Inc. 
PO  Box  2326 

Farmington,  New  Mexico  87499 
Office:  505-325-5320 
Cell:  505-793-1635 
Fax:  505-325-3100 
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